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Тһе Right Part, Тһе First Time, Nationwide. 
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Relays, Resistors 


Highgate 


RELAYS 
IMAGE PART N° DESCRIPTION VOLTAGE 
REE-98612 | RELAY, 12V, ROOFTOP UNITS, RED DOT R6100, R9727 | 12V 
REE-98624 | RELAY, 24V, ROOFTOP UNITS, RED DOT R6100, R9727 | 24V 
RESISTORS - UNIVERSAL 
PART N° DESCRIPTION VOLTAGE 
REs-moio | RESISTOR, BLOCK, 3-SPD, UNIVERSAL, USE WITH SW- | iov / 24v 
42010 
RESISTOR BLOCK, 3-SPEED BLOWER, SPAL 4006 
w RES loo ЕЦ 12V / 24V 
á 
= 
: 
RESISTOR, ROOFTOP, RED DOT, 12V and 24V R9727, OE 
ВЯ Ее 12V / 24V i 
CHECK ONLINE ВЕ5-1230 | RESISTOR, BLOWER MOTOR 3 SPEED INDUSTRIAL 12V / 24V 
CHECK ONLINE RES-11231 | RESISTOR, BLOWER MODULE 12 V OEM Е01500075 12V 
CHECK ONLINE RES-11285 | RESISTOR, BLOWER SPEED, 3 SPEED, 4 TERMINAL 
RESISTORS - AIR CHIEF 
IMAGE PART N° DESCRIPTION VOLTAGE 
RES-12105 | RESISTOR FORMULA 111 12V SUIT EV-12113 NISU 12V 
; 
а ЕЯ EVAPORATOR, AIR-CHIEF 24V EV-12174 ae 
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Resistors 


RESISTORS - AUTOMOTIVE 


IMAGE PART М2 DESCRIPTION VOLTAGE 
CHECK ONLINE RES-11291 | RESISTOR, ALFA ROMEO 159, FAN SPEED 12V 
CHECK ONLINE ВЕ5-П290 | RESISTOR, HOLDEN BARINA XC, FAN SPEED 12V 
RESISTOR, HOLDEN COMMODORE VR, VS WITH CLI- 
RES-1314 | МАТЕ CONTROL, Z-PIN 12V B 
RESISTOR, HOLDEN COMMODORE VT, VX (W/OUT CLI- 
RES-11323 | МАТЕ CONT) 4-PIN 12V ES 
RESISTOR, HOLDEN COMMODORE УТУХМҮ WITH CLl- 
po s MATE CONTROL, 12V EV 
RESISTOR, HOLDEN JACKAROO UBS25-UBS98, RODEO 
CHECK ONLINE Е ак, 12V 
CHECK ONLINE RES-11293 | RESISTOR, HOLDEN RODEO, COLORADO 12V 
RESISTOR, MITSUBISHI ASX XA, XB, XC (07/102), 
CHECK ONLINE ЕЙ | La esa озо 12V 
RESISTOR, MITSUBISHI CHALLENGER 2.5TD DSL PB 
CHECK ONLINE | вон; 12V 
RES-11296 | RESISTOR, MITSUBISHI LANCER, FAN SPEED 12V 
CHECK ONLINE RES-11294 | RESISTOR, NISSAN MICRA 1.51 РЕТ K13 (11/10-12/16) 2V 
НИЕ EE E: RESISTOR NISSAN PULSAR Һ16, X-TRAIL T30, HEATER | у 
"e — s RESISTOR, NISSAN PULSAR NI6, X-TRAIL T30, HEATER | |. 
А Ес зоо | RESISTOR, SKODA SUPERB 2.0ТОл.8Т,3.61 3T (03/09- m 
09/15) 
CHECK ONLINE RES-11301 | RESISTOR, MERC VALENTE, VIANO, МТО Il 03-07 2V 
RESISTOR, TOYOTA COROLLA ZRE (05/07-), HIACE 
РА МИНА RES-TISIO | KDH TRH (03/05-), RAV4 ACA33R,ACA38R,GSA33 ay 
RESISTOR, TOYOTA HILUX GGNI5/25R, KUNI6/26R, 
CHECK НЫНЕ КЕ5-1305 | TGNI6R (03/05-07/15), GGN25R (04/08-12/09) =. 
НЕ Ес 1302 | RESISTOR, TOYOTA LANDCRUISER 70 SERIES, FAN m" 
SPEED 
CHECK ONLINE RES-11335 | RESISTOR, SUBARU FORESTER SG, FAN SPEED, 5 РІМ | 12V 
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А/С 8 Fan Switches 


Highgate 


AC & FAN SWITCHES - UNIVERSAL 


IMAGE PART N° DESCRIPTION VOLTAGE 
SWITCH, AC-FAN, UNIVERSAL 12V, ROUND, PUSH BUT- 
SW de TON JAPANESE EN 
SWITCH, AC-FAN, UNIVERSAL 24V, ROUND, PUSH- 
SW-41624 ШЕ! 24V 
sw-42010 | SWITCH, AC-FAN, UNIVERSAL 12V -24V, 5-PRONG 12V / 24V 
3-SPEED 
8 
5 
В 
= 
z 
m 
e 
Е 
sw-42050 | SWITCH, AC-FAN, UNIVERSAL 12V, RESISTOR ТҮРЕ E 
3-SPEED 
AC & FAN SWITCHES - AGRICULTURAL 
IMAGE PART N° DESCRIPTION VOLTAGE 
SWITCH, NEW HOLLAND/CASE, TEMPERATURE/BLOW- 
SW-42075 | ER SWITCH WITH 4 PIN PLUG iev 
SWITCH, A-C, MASSEY FERGUSON, POTENTIOMETER 
CHECK ONLINE SWE-60315 | SWITCH. OE#3901178M91 12V 
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А/С Fans Switches 


AC & FAN SWITCHES - AIR CHIEF 


IMAGE PART N° DESCRIPTION VOLTAGE 
SWE-11282 SWITCH, A-C/FAN EV-11242-11282 OE RCS-33 12V 
CHECK ONLINE SWE-11284 | SWITCH, A-C/FAN EV-11244-11284 NISU 24V 
CHECK ONLINE SWE-12152 SWITCH, A-C EV-12152 AIR-CHIEF REMOTE CONTROL 12V 

AC & FAN SWITCHES - RED DOT 

PART N° DESCRIPTION VOLTAGE 

SWE-12832 | SWITCH, A-C R7810 RED DOT OE 4151-2, 7190550 12У / 24V 

SWE-12842 | SWITCH, A-C R7830 RED DOT OE 4123-2, 7180200 12У / 24V 

SWE-12872 M LEVER A-C R8545 RED DOT OE 5-4694-1 12V / 24V 
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Pressure Switches 


Highgate 


PRESSURE SWITCHES - BINARY 


PART N? DESCRIPTION HIGH SIDE CUT-OUT | HIGH SIDE CUT-IN LOW SIDE CUT-OUT 
SWITCH, HP-LP BINARY, FEMALE, CUT-OUT HIGH 300, 

SW-49500 LOW 23 PSI RED DOT OE 5-4640-0, 71R7050 500 + 30 PSI 170-230 PSI 225 1 75 PSI 
SWITCH, HP-LP BINARY, FEMALE, CUT-OUT HIGH 384, 

SW-49517 LOW 28 PSI WITH LEADS 584 + 28.4 PSI 270-324 PSI 28.4 * 2.8 PSI 
SWITCH, HP-LP BINARY, FEMALE, CUT-OUT HIGH 455, 

SW-49518 LOW 28 PSI AIR-CHIEF 32KG/CM2 2KG/CM2 
SWITCH, HP-LP BINARY, FEMALE, CUT-OUT HIGH 384, 

SW-49520 LOW 28 PSI AIR-CHIEF 384 + 28.4 PSI 190-290 PSI 28.4 + 2.8 PS 

SW-49528 SNS PHL BINARY, СЕ роо 335 + 28.4 PSI 190-290 PSI 28.4 + 2.8 PS 
LOW 28 PSI 
SWITCH, HP-LP BINARY, MALE, CUT-OUT HIGH 384, 

SW-49548 LOW 28 PSI AIR-CHIEF 384 + 28.4 PSI 270-324 PSI 28.4 + 2.8 PS 
SWITCH, HP-LP BINARY, MALE, CUT-OUT HIGH 384, 

SW-49550 LOW 28 PSI AIR-CHIEF WITH LEADS 384 + 28.4 PSI 270-324 PSI 28.4 + 2.8 PS 

SW-49568 SWITCH, PALE BINARY, MALE, Абыл А 455 + 42.7 PSI 330-410 PSI 28.4 + 2.8 PS 
LOW 28 PSI 

SW-49500 SW-49517 SW-49518 SW-49520 
ZWIT R Eee Sua SWITCH HP рекон SWITCH, HP-LP BINARY, SWITCH, HP-LP BINARY, 
FEMALE, CUT-OUT HIGH FEMALE, CUT-OUT HIGH 
300, LOW 23 PSI RED DOT 384, LOW 28 PSI WITH ERVA E ӨЛГЕН нь 
Ж J 
E EI TOES Е 455, LOW 28 PSI AIR-CHIEF 384, LOW 28 PSI AIR-CHIEF 


t ) 
аге” № 

2." "A sw-ags20 

r OFF 27 ска 
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SW-49528 SW-49548 SW-49550 SW-49568 

SWITCH, HP-LP BINARY, SWITCH,HP-LPBINARY, — | E Con OUT БІМАНУ, SWITCH, HP-LP BINARY, 
MALE, CUT-OUT HIGH 335, MALE, CUT-OUT HIGH 384, МЕ 28 PSL AI Grice MALE, CUT-OUT HIGH 455, 

LOW 28 PSI LOW 28 PSI AIR-CHIEF LOW 28 PSI 


WITH LEADS 


9528 


2 ока 
24 ока Ж” 


> 
p Celebrating 50 years of Highgate Air! 


| 
{ 
Ë 
š 


Pressure Switches 


PRESSURE SWITCHES - TRINARY SWITCHES - AIR CHIEF 


PART N° HIGH SIDE CUT-OUT | HIGH SIDE CUT-IN | LOW SIDE CUT-OUT FAN CUT-IN FAN CUT-OUT OPEN/CLOSED 

SW-49608 590 + 28.4 PSI 280 - 324 PSI 28.4 * 2.8 PSI 240 + 15 PSI 160 415.0 PSI |NORMALLY OPEN 

SW-49611 24KG/CM2 2KG/CM2 

SW-49734 390 + 28.4 PSI 280 - 324 PSI 28.4 + 2.8 PSI 240 + 15 PSI 160 +15.0 PSI |NORMALLY OPEN 
SW-49608 SW-49611 SW-49734 


SWITCH, HP-LP-FAN, MALE, CUT OUT 
HIGH 390, LOW 28 PSI AIR-CHIEF 
WITH LEADS 


SWITCH, HP-LP-FAN, MALE, CUT OUT 


HIGH 455, LOW 28 PSI AIR-CHIEF 


SWITCH, HP-LP-FAN, FEMALE, CUT- 
OUT HIGH 390, LOW 28 PSI WITH 
LEADS 


PRESSURE SWITCHES - TRINARY SWITCHES - RED DOT 


SW-49588 
SWITCH, HP-LP-FAN, FEMALE, CUT- 


OUT HIGH 325, LOW 22 PSI RED DOT 
NORM. CLOSED 


SW-49596 


SWITCH, HP-LP-FAN, MALE, CUT-OUT 
HIGH 325, LOW 22 PSI AIR-CHIEF 
NORM.OPEN 


SW-49590 
SWITCH, HP-LP-FAN, FEMALE, CUT- 


OUT HIGH 325, LOW 22 PSI A/M 
NORM. OPEN 
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SW-49597 


SWITCH, HP-LP-FAN, MALE, CUT- 
OUT HIGH 325, LOW 22 PSI RED DOT 
NORM.OPEN 
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SW-49593 


SWITCH, HP-LP-FAN, MALE, CUT- 
OUT HIGH 325, LOW 22 PSI RED DOT 
NORM.CLOSED 
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SW-28190 


SWITCH PLUG, FEM, TRINARY, SUITS 
RED DOT 


: . 4 
Automotive OEM Replacement Switches Ub 


SWITCHES & THERMOSTATS 
Highgate 


OEM REPLACEMENT SWITCHES - AUTOMOTIVE 
Audi, BMW, Citroen, Dodge, Ford 


SW-88092 SW-88095 SW-88750 SW-90775 
ШЕ cin SMU АШЫП ey SWITCH, BMW 3-SERIES SWITCH, CITROEN, FIAT 
AS SEA ов о Е46, TRANSDUCER SCUDO, TRANSDUCER 

TRANSDUCER TRANSDUCER , > 
“4 4i» = 
— 
SW-90650 SW-90298 SW-90220 SW-90252 


SWITCH, FORD F250 HIGH 
PRESSURE, FEM М10-1.25, 
NISU 


SW-90277 SW-90293 SW-90298 SW-90277 
SWITCH, FORD MONDEO 


SWITCH, FORD ESCAPE, 
LOW PRESSURE 


SWITCH, FORD FALCON 


Сое ESTE D n BA, BF, FG TRANSDUCER 


et 


SWITCH, FORD LASER KJ- ^ SWITCH, FORD MONDEO, ОЕ АНИ SWITCH, FORD RANGER РЈ, 
KL BINARY, CUT-OUT 455, LOW PRESSURE, CUT-IN/ , » РК, BINARY, CUT-OUT 455, 
28 PSI OUT 3.1KG/CM2 TRANG VIRO LONN 28 PSI 

: PRESSURE 
<> pe 


Autom 


onc о 


tive ОЕМ Replacement Switches 


OEM REPLACEMENT SWITCHES - AUTOMOTIVE 


Holden, Hyundai, Jeep, Mazda, Mercedes, Nissan 


SW-90395 SW-90420 
SWITCH, HOLDEN 
ASTRA TS, BARINA XC, 
TRANSDUCER 


SW-90435 


SW-90440 
SWITCH, HOLDEN 
COMMODORE VE, CRUZE, 
TRANSDUCER 


D 


RA 03-09, NOT 3.6L 


Дани 


M ^ 
=. 
= 
SW-90298 SW-90590 


SWITCH, MAZDA TRIBUTE, 
LOW PRESSURE 


| 
| 


TRINARY, FEMALE 


SWITCH, HOLDEN 
COMMODORE VN-VP , LOW 
PRESSURE, OE У518874 


SWITCH, HOLDEN RODEO 


SWITCH, MERCEDES W20 
3,W204,W164,R171,W176,W 
212,W245, TRANSDUCER, 


SWITCH, MERCEDES W203 


SW-90425 


SWITCH, HOLDEN 
COMMODORE VR-VS 
TRINARY,CUT-OUT 455,28 
PSI,FAN CUT IN 245 PSI 


SW-90433 
SWITCH, HOLDEN 


COMMODORE VT-VZ 
TRANSDUCER 


D 


SW-90575 


SWITCH, HYUNDAI 130, 
1X35, ACCENT, ELANTRA, 
SONATA, TRANSDUCER, 


SW-90650 


SWITCH, JEEP CHEROKEE 
KL, GRAND CHEROKEE WK 


(10-), RENEGADE BU (15-), 
MALE 3/8 WRANGLER JK (07-) 
= 


SW-90600 SW-90695 


SWITCH, NISSAN NAVARA 


D22, TRINARY 
MALE 3/8 
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SWITCHES & THERMOSTATS 
Highgate 


OEM REPLACEMENT SWITCHES - AUTOMOTIVE 


Nissan (cont.), Peugeot, Renault, Suzuki, Toyota, Volkswagen 


SW-90700 SW-90698 SW-90704 SW-90775 
SWITCH, NISSAN NAVARA, SWITCH, NISSAN PATROL SWITCH, NISSAN PULSAR SWITCH, PEUGEOT, 
PULSAR N15, BINARY, Y61 GU 2030, OE# 92137- N16, TRANSDUCER TRANSDUCER 

MALE 3/8-24 UNF OWOOO, TRANSDUCER у 


SW-90790 SW-90795 SW-90850 SW-90665 
SWITCH, RENAULT CAPTUR SWITCH, SUZUKI GRAND SWITCH, TOYOTA, SUBARU, 
SWITCH, RENAULT (14-), CLIO X98 IV (09/13-), 
MEGANE TRANSDUCER MASTER X62, MEGANE X95 VITARA (08/05-), EE «ХА! О 
, TRANSDUCER DENSO SYSTEMS, BINARY 


(10-), TRAFIC X82 (15-) 


SW-90852 SW-90850 SW-90865 SW-88092 
SWITCH, TOYOTA CAMRY SWITCH, TOYOTA SWITCH, TOYOTA SWITCH, VOLKSWAGEN 
WIDE BODY, TRINARY,CUT- COROLLA, RAVA, YARIS 
LANDCRUISER, TRINARY, GOLF, POLO, EOS, PASSAT, 
OUT 455,28 PSI,FAN CUT IN NCP130R (05/07-), LEXUS, M11 THREAD. 4 PIN TRANSDUCER 
17.5KG/CM2 TRANSDUCER i 


ығ 
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Agricultural & Truck OEM Replacement Switches 


Automotive / 


Volkswagen (cont.), Volvo, Binary & High Pressure 
SW-90634 


SW-90108 
SWITCH, BINARY, ISUZU 


OEM REPLACEMENT SWITCHES - AUTOMOTIVE, AGRICULTURAL & TRUCK 
NPR, SUITS DR-70299, 


SW-88095 SW-90870 
SWITCH, VOLVO V40 (02/13- 
SWITCH, VOLKSWAGEN, ), VOLVO S60 II (12/10), 
TRANSDUCER S80,V60,XC60,V70 (03/08-), SWITCH, BINARY, CASE 
XC70,XC90 (01/02-16) 
id ua = 2 
= ік 
4 сы 
sw 
НР @ 
ЦР 
SW-90685 SW-49850 SW-49855 SW-90800 
SWITCH, HIGH PRESSURE, SWITCH, HIGH PRESSURE, SWITCH, HIGH PRESSURE, 
SWITCH, BINARY, MERLO FEMALE, N/OPEN, CUT-OUT FEMALE, N/OPEN, OPENS FEM MIO X 1.25, RED DOT, 
HIGH 250, LOW 190PSI,RED 205, CLOSES 375PSI, OE NORM. CLOSED 180- 
DOT, OE 71R6140 1676787 240PSI, OPEN 330-370 
«ЗЕ > g EL. 


TRACTOR, FEM, TGK 


я _ 
— 
> | 


SW-90845 SW-90324 SW-90328 
SWITCH, HIGH PRESSURE, 
SWITCH, HIGH PRESSURE, MIO X 1.25 , NORMALLY 
CLOSED, FREIGHTLINER, 
ARGOSY 


1OMM METRIC, NORMALLY 


SWITCH, HIGH PRESSURE 
OPEN, FREIGHTLINER 


FEM M10 X 1.25, RED DOT, 
HI FAN O/RIDE 190-250 
PSI, SUITS MACK 


SW-90840 
SWITCH, HIGH PRESSURE, 
FEM M10 X 1.25 , RED DOT, 


FAN CONTROL - PRESSURE 
SWITCH 
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Agricultural & Truck OEM Replacement Switches, Switch Adaptors 


Highgate 


OEM REPLACEMENT SWITCHES - AGRICULTURAL, TRUCK 


Low Pressure, Trinary 


SW-90055 SW-90100 SW-90115 SW-90293 
SWITCH, LOW PRESSURE, SWITCH, LOW PRESSURE, SWITCH, LOW PRESSURE, | SWITCH, LOW PRESSURE, 
NORMALLY CLOSED, CUT-IN/OUT 3.1KG/ 
N/OPEN, METRIC, OPENS NORMALLY OPEN, OPENS 
5PSI, CLOSES 18PSI 7PSI, CLOSES 20PSI, CASE GSES A- QARB 25 CME, FORD LOVISH, 
, , , PSI, MIO FEM, CASE STERLING 


SW-88200 SW-90330 SW-90860 


SWITCH, TRINARY, M10 X 
1.25 METRIC, HIGH/LOW/ 
FAN, NORMALLY OPEN, 
FREIGHTLINER, STERLING 


SWITCH, TRINARY FEM 
7/16 INCH X 20, CASE/NEW 
HOLLAND 


SWITCH, TRINARY,CUT-OUT 
455,28 PSI,FAN CUT IN 
17.5KG/CM2, HINO 
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94-90852 (уй 


НРЗ2.0/мр14.0 


SWITCH ADAPTORS 


DRA-80424 DRA-80428 


ADAPTS FEMALE SWITCH PORT TO STD R12 (1/4 INCH) 


MALE ADAPTS FEMALE SWITCH PORT TO M10 X 1.25 MALE 
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1969 Thermostats 


TH-20304R 


THERMOSTAT, MECHANICAL, 304MM 
(12 INCH) 


ТН-20930 


THERMOSTAT, MECHANICAL, 410MM 
(16 INCH), PRESET, RED DOT 


M.A. 


š 
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TH-21220R 


THERMOSTAT, MECHANICAL, 1220MM 
(48 INCH), RANCO 


848 P: 1800 15 15 15 


THERMOSTATS 
Mechanical Adjustable 


TH-20460R 


THERMOSTAT, MECHANICAL, 460MM 
(18 INCH), RANCO 


TH-20925 


THERMOSTAT, MECHANICAL, 914MM 
(36 INCH), RED DOT R-9727, R-6840, 
R-7830 


M.A. 


ТН-20560 


THERMOSTAT, MECHANICAL, 610MM 
(24 INCH), AIR-CHIEF 


TH-21220 


THERMOSTAT, MECHANICAL, 1220MM 
(48 INCH), AIR-CHIEF 


M.A. 


TH-21950 


THERMOSTAT, MECHANICAL, 1510MM 
(59 INCH), LONG THREAD, AIR-CHIEF 


W: www.highgateair.com.au 


TH-21900 


THERMOSTAT, MECHANICAL, 1850ММ 
(72 INCH), AIR-CHIEF 


M.A. 


|| ASE 
ONLINE AT 


WWW.HIGHGATEAIR.COM.AU 


Thermostats 


THERMOSTATS 
Mechanical Adjustable (cont.), Mechanical Preset, Electronic Adjustable, Electronic Preset 
ТН-21960 ТН-28197 TH-22430 
THERMOSTAT, MECHANICAL, THERMOSTAT, MECHANICAL, 
2000MM (78 INCH), RANCO, LONG R Тат ео 430MM (17 INCH), PRESET, HOLDEN 
SHANK COMMODORE VN, VR, VS 
M.A. M.A. M.P. 


TH-20920 ТН-20914Е ТНЕ-11202 


THERMOSTAT, MECHANICAL, 61OMM THERMOSTAT, MECHANICAL, 914ММ ТНЕВМОЅТАТ, ELECTRONIC, 12V, AIR- 


(24 INCH) CAPILLARY, PRESET, RED i Ў 
DOT R-9800, R-7830 (36 INCH), RANCO CHIEF EV-11202, EV-11262 


THE-11284 THE-11246 THE-11285 


THERMOSTAT, ELECTRONIC, 24V, AIR- THERMOSTAT, ELECTRONIC, 12V, AIR- THERMOSTAT, ELECTRONIC, 24V, AIR- 
CHIEF EV-11284 CHIEF EV-12152, EV-11312 CHIEF, EV-12154 


E.A. E.P. E.P. 


ABLE 
CHECK 


INLINE AT 
WWW.HIGHGATEAIR.COM.AU 
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Thermostats, Thermostat & Fan Switch Knobs 


SWITCHES & THERMOSTATS 


THERMOSTATS 
OEM Replacement 
TH-48520 TH-87430 
THERMOSTAT, MECHANICAL, JOHN DEERE, 665MM (26 THERMOSTAT, ELECTRONIC, CASE, NEW HOLLAND 
INCH) CAPILLARY, LEVER TYPE TRACTORS 
OEM R. x: ОЕМ R. 


THERMOSTAT & FAN SWITCH KNOBS 


KN-25453 KN-25455 KN-25458 
KNOB, THERMOSTAT, BLACK RUBBER KNOB, THERMOSTAT, BLACK, SUITS KNOB, FAN, BLACK RUBBER FAN 
SNOWFLAKE UNDERDASH SYMBOL 
UNIVERSAL UNIVERSAL UNIVERSAL 


KN-25470 KN-25475 KN-25480 
KNOB, THERMOSTAT, BLACK KNOB, FAN, BLACK CONTROL, SUITS KNOB, FAN/THERMOSTAT, BLACK 
(ROTARY) CONTROL, SUITS R9777 R9777 CONTROL, SUITS R6100, R9727, R9757 


RED DOT RED DOT RED DOT 


THERMISTORS 


Universal, OEM Replacement 


THM-11202 


THERMISTOR, 12V, AIR CHIEF EV-11202 


UNIVERSAL 


THM-11472 


THERMISTOR, 12V, SANDEN 747, 611, 747, 850 


UNIVERSAL 


THM-20450 


THERMISTOR, CASE CX, MX, MAGNUM, STX SERIES 


OEM R. 


Thermistors, Thermo-Amplifier 


Highgate 


THM-10102 


THERMISTOR, 12V, COOLTEMP INTEGRATED 
EVAPORATORS 


UNIVERSAL 


THM-10100 


THERMISTOR, 12V, UNICLA UNDERDASH, (SOME) 
JAPANESE 


UNIVERSAL 


THM-20500 


THERMISTOR, ISUZU NKR, NPS 4.3L, 24V, ZEXEL 


OEMR. 
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THERMO-AMPLIFIER 


THO-11312 


THERMO-AMPLIFIER, 12V, COOLTEMP 
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pu Fast Nationwide Delivery 


YEARS 


Quality parts you can rely on. 
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Fast Parts, Nationwide... Located in Rural Australia? 


We guarantee same day dispatch for We can reach you! Location should not 
products in stock, ordered before 4:00pm be a barrier to great customer service. 
ACST for interstate orders. Adelaide metro 

custorners benefit from our 5 delivery runs 

per day*, leaving our warehouse at: 


7:50am 10:00am 12:50pm 2:00pm 


*]5min cut off prior to delivery run. 


